ALLEN&HEATH 



WARNING - HIGH VOLTAGES 



Power Supply Unit (PSU) work should only 
be carried out by qualified personnel. 

We recommend that you use an approved Allen & Heath 
service centre for all power supply work. 

Please contact your local Allen & Heath distributor for more details. 

http://www.allen-heath.com/ 





REVISION 
ORIGIN 
PRODUCT I ON 



C , 0 ^ E ' F C 





BY 


DATE 


NOTES 


UNIT TITLE 

GL2S SHEET 1 OF 2 


MANUFACTURED IN ENGLAND BY 






ARJ/DLP 

DLP 


22/6/95 

26/7/95 


1. RESISTORS TWRXE& * ARE \x 

fit! OR€RS ARE S* 1/4 U UNLESS OTHERWISE MARKED 


ALLEN 8. HEATH 










?. ELECTROLYTIC CAPACITORS ARE j*F/VGLFS 


DRAWING TITLE 

RETURN CIRCUIT DIAGRAM 

PCB TYPE AG2322 












DRAWING No. £3333 ISSUE ^ 


m 





L2SM2 




05 

CO 





GL2 TRANSFORMER ■- MAINS WIRING 




= SLEEVED i UNCONNECTED. 



BROUN TO FIJSEHDLDER 
ORANGE 



BLUE TO NEUTRAL 



FUSE = 3I5nA 
2Dnn ANTI-SURGE 
AL0349 

CUT LABEL 

1240V AC I A 

50/60Kz < D v tw 

315nA T FUSE VOLTAQI 



- BLACK TO FUSEHOLDER 



220V 

EUROPE 



■O BROUN 
m=> ORANGE 



} LINK 

- BLUE TO NEUTRAL 



FUSE = 3I5nA 
20nrt ANTI-SURGE 
AL0349 

CUT LABEL 

I 220V AC A 

50/60Hz ... l °_ v ^ 

315nA T FUSE VOL TAG 





— ORANGE TO FUSEHOLDER 
CD BROUN 

| VIOLET ) 

I BLACK LINK , 

GREY J | 



BLUE AND VHITE 
- TO NEUTRAL 



BLACK AND GREY 
TO FUSEHOLDER 



BLUE AND UNITE 
TO NEUTRAL 



VIOLET TO FUSEHOLDER 
BROUN 



FUSE - 630nA 
20nn ANTI-SURGE 

AL0297 
CUT LABEL 



A 


120V AC 

60hz 40 V 


VOLTAGE 


630 nA T FUSE 



FUSE - 630nA 
20nn ANTI-SURGE 
AL0297 
CUT LABEL 



DRANGE 

BLACK LINK 
GREY 



BLUE AND VHITE 
TO NEUTRAL 



CDLDUR CODE ON 3-{ 


DRE MAINS CABLES 


COUNTRY:- 


LIVE 


NEUTRAL 


EARTH 


UK & 

, EURDPE. 


Bn 


Bl 


Gn/Y 


USA 6 
CANADA 


Bk 


V 


6 



CUT ALL LEADS TO 15cn BEFDRE STRIPPING 
INSULATE LINKED AND UNUSED LEADS WITH 2cn H12 SLEEVING 
INSULATE FUSEHOLDER TAGS VITH 2cn H20 SLEEVING 
WRAP, SOLDER & SLEEVE VIRES TO NEUTRAL i FUSEHOLDER. 
CAREFULLY CHECK CORRECT HAINS SELECTION / WIRING. 
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ASSEMBLY NUMBERS 
240V ZX000-817 
220V 2X000-818 



\— PSU CHASSIS AA1172 
SCREW 4AB x 5/16' AB005 7 



ALLEN & HEATH LTD. 

KERNICK INDUSTRIAL ESTATE. 
PENRYN. CDRNVALL. TRtU 9LLI 
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